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Date: 24-07-2022 Health Bulletin Time: 6:00 PM 


Bulletin No. 897 (since 15t" March 2020) 
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© Positive Today: 142 #4 Recovered Today: 38 


42 Death Today: 00 &Q. Active Cases: 1140 
S*’’ Sample Positivity today: 13.45% R% Recovery Percentage: 94.96% 


- Total cumulative Positive COVID-19 detected since 01.01.2022: 95950 
. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 91113 (94.96%) 


Total Number (%) of COVID-19 patients migrated out of state since 01.01.2022: 3411 (3.55%) 


. Total Number (%) of COVID-19 Deaths since 01.01.2022: 286 (0.30%) 
. Number of samples found negative for COVID-19 today: 914 
. Total number of samples sent for COVID-19 testing today: 1018 

Total number of cumulative samples found negative since 01.01.2022: 1423398 
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Detailed Status of Sample Tested 


: Negative as Positive 
Negative : Positive j 
H Cumulative 5 Cumulative 
in last 24 s in last 24 : 
hours Se hours oe 
01.01.2022 01.01.2022 


Details of Districts having Positive COVID-19 Cases 

Almora 4597 4158 33 4 402 
Bageshwar 2098 2003 0 0 95 
Chamoli 3249 3127 10 3 109 
Champawat 1920 1894 5 1 20 
Dehradun 35139 33837 733 180 389 
Haridwar 13429 13107 59 27 236 
Nainital 11748 11469 195 29 55 
Pauri Garhwal 5326 4322 14 19 971 
Pithoragarh 2587 2433 11 4 139 
Rudraprayag 2733 2586 14 2 131 
Tehri Garhwal 2447 2038 13 7 389 
U.S. Nagar 8928 8600 26 5 297 
Uttarkashi 1749 1539 27 5 178 

Total 95950 91113 1140 286 3411 
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COVID-19 Vaccination 


24 July 2022 


* Sessions Held Today: 350 
* Number of Beneficiaries Vaccinated Today: 9053 
* Total Number of Beneficiaries Partially Vaccinated: 9072179 
* = Total Number of Beneficiaries Fully Vaccinated: 8608042 
*% = Total Number of Beneficiaries Given Precaution Dose: 923528 
Details of Beneficiaries Vaccinated in Uttarakhand 
ae a Last 24 hrs 
Citizens Health Care Worker Front Line Worker coverage 
Cumulative 
ee 12-14 12-14 15-17 15-17 s A s et Precaution 1st 
cute us vrs | years tst | | years | ‘3t2tee | and bose | _ Dose ee base nts eoenallese ie ueaee 
Ve a pees pe eae Coverage | Coverage | Coverage | Coverage | Coverage | Coverage SISTER: end Boe 
Dose Dose Coverage | Coverage Dose 
Almora 19140 12473 29244 23549 384295 358418 6024 6034 9959 9765 52212 31 134 
Bageshwar 10195 8023 14140 13224 186393 173146 2515 2521 2323 2403 32785 0 0 
Chamoli 15131 13516 19729 19084 275306 271866 3988 4022 6494 6637 55487 25 406 
Champawat 10804 8440 13519 12996 184936 173904 2255 2318 7588 7535 27937 23 201 
Dehradun 66387 42188 102782 80425 1581317 | 1488927 37248 36730 30672 31330 196922 237 2739 
Haridwar 73811 36972 83755 53561 1520494 | 1466297 17789 17639 48479 48485 131106 199 1842 
Nainital 42344 27235 53356 42004 759442 741429 14196 14010 20118 20244 83368 59 1225 
Pauri 22610 17491 32724 31014 455847 438988 7923 7944 7107 7199 72121 18 32 
Pithoragarh 16184 12274 23764 20975 328065 320176 4096 4115 8321 8418 35214 6 25 
Rudraprayag 8836 6499 12623 11112 174334 160876 2466 2456 2692 2713 23494 0 16 
Tehri 23431 20974 31325 29691 401385 369135 6254 6317 4930 5050 67948 100 502 
US Nagar 62329 53309 93483 90748 1360764 | 1392919 12499 12627 34802 34071 101988 63 1106 
Uttarkashi 13358 10184 18284 16748 237111 228069 3462 3488 5002 5112 42946 27 37 
Total 384560 | 269578 | 528728 | 445131 | 7849689 | 7584150 | 120715 | 120221 | 188487 | 188962 | 923528 | 788 | 8265 


